Message 


From: pkamenelis@solutions.canon.com [pkamene!is@so!utions.canon.com] 

Sent: 7/28/2011 5:23:47 PM 

To: Hanchett, James (DPH) [/O-CO MM ON WEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=James,Hanchett]; Danforth, Deborah (DPH) [/O^COM MON WEALTH OF 
MASSACHUSETTS/OU-MassMail-Ol/cn-Recipients/cn-Deborah.Danforth] 

Subject: Fw: Meter Reading 


Thank you for all your help 

tmm mmmm mmmm 


Patricia KameneSis 

Administrator, Branch, Boston and Rhode Island Offices 


Canon Business Solutions, Inc. 

40 Broad Street, Suite 102, Boston, MA 02109 

vvwv.s ol utio ns. can on.com 

pkamenelis@solutlons.canon.com 


T 617.423.4561 


617.423.4580 


Please consider the environment before printing this email 


-Forwarded by Patricia Kamenelis/CBS/CanonAmericas on 07/28/2011 01:23 PM 


Prom: "Hanchett, James (DPH)" <james.hanchett@state.ma.us> 

To: , "pkamenelis@soiutions.canon.com'" <pkamenelis@solutions.canon.com> 

Date; 07/28/2011 01:20 PM 
Subject: Meter Reading 


Hi Pat, 

Deborah Danforth of the State Laboratory asks me to send you the meter reading on our Cannon Copier iR3025 
#MTV00478. The meter reading is 53497. 


Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax 413-545-2608 

Ce||^^^^_ 


Folk OIG PRR 101290 














